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CENTRAL INTELLIGENCE AGENCY 3 


WASHINGTON, D.C. 20505 


23 July 1976 


Dr. George W. Fellendorf 

c/o Alexander Graham Bell 
Association for the Deaf, Inc. 

3417 Volta Place, N.W. 

Washington, D.C. 20007 


Dear Dr. Fellendorf: 

Attached is biographic material on Mr. Malanick, the 
Agency's Associate Deputy Director for Administration. I'm 
glad we are able to provide a speaker for your meeting on 
Wednesday and hope you have a good session. 


Sincerely, 
ao sas 
Office of the 


Assistant to the 
Director : 


Enclosure 
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Michael J. Malanick 
Associate Deputy Director 
for 
Administration 


Central Intelligence Agency 


Mr. Malanick was born on 26 September 1924 in Philadelphia, 
Pennsylvania. He married Mary K. Duffey of Washington, D. C., a 
widow with two children; and since then they have had one other 
daughter. 


Mr. Malanick received his B.A. degree in journalism from 
the University of Pennsylvania in 1948 and attended night school 
at Catholic University, from whence he received his L.L.B., in 
1953. He was admitted to the Washington, D. C., Bar in 1955 and 
is a member of the Federal Bar Association. 


He served in the Army Air Corps from 1943 to 1945, after 
which he resumed his studies at the University of Pennsylvania. 
From 1949-51 he worked for the Veterans Administration, Census 
Bureau, and Walter Reed Army Hospital. 


Since 1951 when he first joined the Agency, Mr. Malanick 
has served in numerous assignments both in the United States and 
abroad. In 1974 he was the Director of Logistics, and on 10 May 
1976 he was appointed Associate Deputy Director for Administration. 


He and his family now reside in Vienna, Virginia. 


Approved For Release 2004/10/13 : CIA-RDP88-01315R000300400013-4 


